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UNCLASSIFIED 

PAGE 01 PRAGUE 01939 171123Z 
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ACTION COME-OO 

INFO OCT-01 EUR-06 ADP-00 EB-05 RSC-01 RSR-01 /014W 

111895 

P 171115Z AUG 73 

FM AMEMBASSY PRAGUE 

TO SECSTATE WASHDC PRIORITY 4922 

UNCLAS PRAGUE 1939 

FOR COMMERCE/BEWT/TDAD 

E.O. 11652: N/A 

TAGS: BTRA, EAGR, CZ, US 

SUBJ: BUSINESS TRAVEL: DIRECTOR OF CZECH CENTER OF 
VETERINARY SANITATION ESTABLISHMENTS 

REF: PRAGUE 1921 

1. EMBASSY NOTES THAT BEEHIVE MACHINERY INC. (3360 
SOUTH WEST TEMPLE STREET, SALT LAKE CITY, UTAH 84115) 
PRODUCES MACHINE KNOWN AS "BEEHIVE DEBONER" WHICH WOULD 
SEEM TO BE EXACTLY TYPE OF EQUIPMENT DR. JASEK AND 
ASSOCIATES WILL BE LOOKING FOR ON TRIP TO U.S. 

SUGGEST COMMERCE CONTACT BEEHIVE MACHINERY, INC., AND 
INCLUDE THIS FIRM IN ANY PLANS COMMERCE MAY BE MAKING 
FOR VISIT OF CZECH DELEGATION. 

2. AS COMMERCE AWARE, BEEHIVE MACHINERY PARTICIPATED 
IN U.S. EXHIBIT AT ZAGREB INTERNATIONAL SPRING FAIR IN 
APRIL 72. 

WORTZEL 
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